The Royal Gorge is one of the world's 
deepest chasms. It is 1053 ft. from the sus¬ 
pension bridge to the track. The D,&R.G.W.R.R. 
runs through the depth of the Gorge stopping 
at the hanging bridge to show the passengers 
the magnitude of the Gorge. 
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510—Vista of the Royal Gorge, Showing the 
World's Steepest Incline and World's Highest Bridge , 
Canon City, Colorado 





